UNIVERSITY of PENNSYLVANIA 
AMATEUR RADIO CLUB 


W3KZ 


W3KZ 
Operator Greg Finch 
Falmouth, ME 10405 
Grid: FN43tt CQ Zone: 05 ITU Zone: 08 


QSL Manager: WASFRP 
Russ Miller 
1807 Wilson Lane, West Chester, PA 19380 USA 
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